THE  CATHEDRAL  CHURCH  OF 
ST.  JOHN  THE  DIVINE  .  , 

NEW  YORK,  Nifh  •<) 
St.  Saviour's  Chapel,  at  thi  Eastern  end,  was  i 
thewiirst  unit  of  the  structure  \s  berbtiilf  "above*-?/ 
ground.  This  is  but  one  of  the\twelve  Chapefo/ 
of  the  Cathedral.  X.    fS&\  S 
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